To:  Hull,  GeorgefHull. George@epa.gov] 

From:  Google  Alerts 

Sent:  Mon  8/1 0/2015  3:30:44  PM 

Subject:  Google  Alert  - epa 


epa 
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NEWS 


EPA  Pollutes  River:  Affects  Colorado  Towns.  Arsenic  Levels  300  Times  The  Norm 


Headlines  & Global  News 

Officials  from  the  Environmental  Protection  Agency  said  that  the  Gold  King  Mine  has  discharged  almost 
three  million  gallons  of  water  into  the  Animas  ... 

EPA  takes  blame  for  Colorado  river  contamination  - Helena  Independent  Record 
'They're  not  going  to  get,  away  with  this1:  Anger  mounts  at  EPA  over  mining  spill  - Fox  News 


Full  Coverage 

iq  as  irrelevant 


EPA  Triples  Estimate  Of  Mine  Waste  Released  into  Cement  Creek,  Animus  Riv-  r 


Colorado  Public  Radio 

An  Environmental  Protection  Agency  official  said  Sunday  the  amount  of  wastewater  that  spilled  from 
Colorado's  Gold  King  Mine  into  the  Animas  River ... 
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AM  Roundup:  Challenges  to  EPA  Rules  Could  Set  Precedent 


Wall  Street  Journal  (blog) 

Challenging  the  EPA:  Industry  representatives  and  state  attorneys  general  are  preparing  to  challenge  Obama 
administration  rules  requiring  big  cuts  in  ... 
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